Hans and Bettie, 


Following is the screening turn out for both the 13 and 15 Aug screenings for 
the long term ACCORD Lincoln make up group: 

13 Aug: 

# REQUESTED: 100 

# RECRUITED: 52 

# SHOWED: 39 

# DQ'D: 4 

1 did not meet H/w criteria 
3 failed PFT 

# CANC: 2 

1 cancelled after reading ICF 
1 cancelled after ICF discussion 

# POTENTIAL FROM INITIAL SCREENING: 33 
15 Aug: 

# REQUESTED: 200 

# RECRUITED: 153 total/100 for today 

# SHOWED: 74 

# DQ'D: 13 

1 FAINTED AT BLOOD DRAW 

5 H/W % 

1 SMOKED CIGAR IN PAST MONTH 

6 PFT 


# CANC: 2 

2 SCHEDULE CONFLICT 

# POTENTIAL PROM SECOND SCREENING: 59 

# POTENTIAL FROM ALL SCREENINGS TO DATE: 92 

Physicals will be held on 19 and 21 Aug. Subjects will check in on 23 Aug. 

Thanks 

Kim 


PM3006379574 


Source: https://www.industrydocuments.ucsf.edu/docs/sykj0001 




